Ad ID 718 

Ad Text Texas - homeland of guns, BBQ and ur heart! 

Ad Landing Page https://www.facebook.com/timetosecede/ 

Ad Targeting Location: United States: Texas 

Interests: Independence or Patriotism 

Excluded Connections: Exclude people who like Heart of Texas 
Age: 18 - 65+ 

Language: English (UK) or English (US) 

Placements: News Feed on desktop computers or News Feed on mobile 
devices 


Ad Impressions 68,285 
Ad Clicks 8,733 
Ad Spend 47,996.04 RUB 
Ad Creation Date 09/22/15 07:44:09 AM PDT 


Redactions Completed at the Direction of Ranking Member 
of the US House Permanent Select Committee on Intelligence 
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253,862 people like this. 
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